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Detailed protocol 


Data are available from the authors upon request (to Sascha Gruss or Steffen Walter) for researchers of academic institutes who meet the criteria for access to 
the confidential data. 


Sascha Gruss:Sascha.Gruss@uni-ulm.de 
Steffen Walter:Steffen.Walter@uni-ulm.de 
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